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INTERIOR  OF  CATHEDRAL  OF  ST.  FRANCIS 
Santa  Fe,  New  Mexico 

This  beautiful  church,  in  the  Midi-Romanesque  style,  is  a 
tribute  to  the  great  Archbishop  John  B.  Lamy.  Skilled  work- 
men were  brought  over  from  Italy  and  France  to  do  the 
masonry  and  magnificent  interior  construction. 
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